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1. 


the_Tashkmt_ C 

able 50X1 -HUM 


^хапг v^ , aзnlcenгlcaьox , 4avocU 



vias located in the 


f uyoyaiovsKly itayon ог Tashkont, botooon the Salar rivor and the Ta3hkerrt-Chirchik 
rail lino. The plant оссто!о<1 an area aonroxiraately 600 by 1,000 raeters. The 
plant иаз encagod exclusivoly in the production of vorious tynes of cables and 
uire for civilian and railitary use. There vsore no rostrictod areas or shops at 
the plant. The plant was supplied vjith eloctricitv throurh a поиег tran>g?itt>.4n p 
sdbstation 

JDiroctor of t!;e plnr t uas (fnu) Safonov 


2 . 


The Tadikont Cable P lant 
plants in the USSR. 
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иаа опя of th e oight largost cable 

sinilar cable plants 

aro located in Leningrad, Моасои, Kiev and Kazani the nroduction nlan 

of the plant in Octoter 1959 called for the oroduction of cable ard wire viorth 
50 raillion rubles per no nth» Since 1953 the nroductlon caracitv of the nlart haa 
been stoadily IncreasinpJ 


50X1 -HUM 


J There has boen an increase since 1958 in the рго» 
duction оГ aluminurn typo ulre and cables as connared to the nroduction of copper 
type. Pedsprings are also produced at the rlart in a soction of Г.Ьор т ’о. 22 
(Point 11 on attached Sketch T’o. 2). 


The follouin:* tvnes of viire ard cables иеге nroducad at the nlnnt 
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5!inur • ordinary white doufcle olectric uire. 

Guper - Ъ1аск tap-insulatec! cable of varyinf; dinonsior s from 1#5 nillimetfnrs to 
ten nillinetors in diameter. 


PPV - type of cable consisting of tvjo parallel wires insulated uith white, fclue, 
or yellovj plastic* 

High tension pouer llne type aluminum cable varying in thickness frorn 16 to 35 

inilliineters in dianetor. 

High tersion power line type copnor cable of various diameters. 


Меату Slilancovyy type rubber insulated cable, consisting of two, tliree, or more 

alurainum ог conner cables. 

Kofcet or K#0*E*S.T. type cable consisting of single coppor wire measuring 1*5 
millimeters, insulatod v:ith rub ! or, cloth or metal covers. 

3RG • a type of nultipair cable insulated nith rub' cr, oil naper, and lead pipe* 
Ueavy steel cable of varying dinensions in dianeter. 


h. 


the USSRi 


shiprnonts of cable and wire destined for tT-e folloyjing cities in 
Qdessa . KAv bvshev . Khabarovsk. ^agnltogorsk and ?T ovosi birak. 


shipments destined to all of the Satellite countries as well as to 


50X1 -HUM 
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lugoslaviaj China, and ?7 orth forea* The plant also sup- 

plied unspecified types and anounts of packed spools of vjire and cable to the 

Soviet Array* All the 3hipmer ts slated for the Апну uere usually inspected and 50X 1 -HUM 

3upervised by an Array ma.1 or* 


quite often the Army consignments v:ere transported by truck. 


5. 


the following natcrials rcceived at the plant: sheets of rubVor, lead, 
tin ar;d an asbestos type matorial; tar f copner, aluninum, cotton strlng and an 
unspecified type of steel wire* 


6* The labar force at the plant uas anproximatoly 5» 000 eraployees including annraxiraately 
1,500 females and about 300 adninistrative cnployees* 


7* Various shops and buildings of the plant oporated o n diffcrent work shifts, slx 

days a week* For instance, the shipning dcpartnentl 50X1 -HUM 

uorked only one shift • fron 0900 to 1800 hours* The uiro and cable production 
shops, the electric power substation, and the contral heating plant vjorkod arovend 
the clock аз follows: 0800-1600| 1б00-0100| and 0100-0800 hour3* Several shops 

opjerated only on two shifts, Ггш 0000 to 1600 and frora 1600 to 0100* 


3* The workers гяеге paid twico a nonth* Feraale clerks distributcd the n ay to indi- 
vidual shops* Annual leav e varied frora 15 to 20 davs a voar dencndinrr on the mrade 
of the individual w o r ke r. 


T 
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9* The plant vas surroundod by a brick wall approxiraately tuo and one hnlf netcrs 

high* Armod civilians { uarded the plart during thc day ard arraod guards accortpanied 
by x*atch dogs patrolled the nlant area during the night* The plant^s entire 
perimoter uas equipped with eloctric lights whdch хзеге on all night* Fegular or 
special passes uere required for adraittance to the nlant area* 


10* A fire station with three fire trueks vjqs located with5n +-he nlant area* In additlon, 
each buildlng of the plont uas equipped vjith chera'cal f5re extinguishers, Ъахез 
of sand and other nanual fire-fi{;htinc instrunents* Other than tho uritten in- 
structions placed in the shons there uero no fire drills piven to the uorkers* 

There wero no air raid shelters uithin the plort^s aroa* 


11 * 


Following are sketches of : (1) Ova гЛ я v pinpoint ing the location of the Taslikent 
Cable : lant in Tashkent and (2) Sketch of tho layout of the Plant* 
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I^gend to Skotch " т о> 2 - 5ite Layout of thc Taslikent Cable Plant 

1* Guard house at rate 

2. Clinic* consisiing of a^nroxima'l oly 22 rooms. 

3. Lathe Shop (Tokarnyy Taokh) 

U. Laboratory 

5. Slxops По. 9 and : Io* 10 


6. 

7 » 

8 * 

9. 

10 « 

11 . 

12 . 

13. 

IU. 

15. 

16 . 

17. 

18 . 

19. 

20 . 
21 . 
22 . 
23. 
2Ц. 
25. 


Shop Ғо. 12 
Mess Hall 

Administration offices building 
Fire Station 
Personnel Office 


Sl>op H'o. 22 - a section of uhich produces bod springs 
Second building of Shop Fo. 11 
Forge Shop 


Shop Ho. 11, the Rollinr Shop (Prokatny:/ Tsekh) t?hich contains a fumace 

roora. 

/arehouse for insulation materials. 

Guard housc at gate. 

Shop п о. 30 - producos heavy duty cables (tyazholyy shlangovyy kabel» ) 
Shipping Department 
Guard house at gate. 

Warehouse for rubber rnaterials. 

SecorKi buildinr- of Shop * т о. 55 uhich also has a furraco room. 

Shop ITo. 55 uhere amored sheathing of cables (Tronervoy Tsekh) is carried on. 
Shop Fo. 32 uhere ordinary eloctric wire (slmur) is aroduced. 

Centml heatinn plnnt. 50X1 -HUM 

Food suprlios warehousc and storo» 
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COUNTRY USSP. (Uzbek 3:Ш) 


REPORT 


subject rlain ijccavator ?lant in Tasiikcnt, 
Uzbek ЗЗЙ 


DATE DISTR. 
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1. Gcnotructicn oi' tirc Uain Fjccavator Plant (Glavnyy Ekskavatornyy Zavod) at the 

comer of Ulitsa Erasnykh Partizan and 3ol’shaya А1 ♦ nazarskgya Ulitaa in Tash kent. 

Uzbek S -Ш was begun in lypO anc caaplcted in 1956, | | 50X1 -HUM 


waa 


naocd ti -n : ain fcjccavator Plant. 
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the plant uas nanufacturinr onlv suction dredres wiiich иеге 

to bc mountod on boats» I 

J Thc lant rcceivod its 'юиег tirrough an clectric .юоег subetaticn 

located near thc ,:lant callcd tiie Ilorth Staticn ('Point h on attached Sketch По« 
uiiich, in tum, receivcd its potier ircm an гдпкпоип station in <50X1 -HUMI. 1 hl-29» 

E 69 - 35 ), Usbek ззе, 

2 . | _ _______ 

J Avnrortinately 1300 to 1500 people гюге ecrplcyed 
at the plant* Passes uere required Гог aurJ.ttar.ee to tlie plant агеа. The "tag" 
aystcan :;as used tc ciieck tirie and attcncancc, For eacii ucricer there was a num- 
bered, circular, raetal tag hung on a board at t ire main gate, Each uoricer retaoved 
his rcsrjcctivc tag Urcn tbe board тйюп repoi*tinc to ticik each d^r and larne it on 
a board in his res~<ective shop. At t'ic beginninc оГ each siiiTt the fenale tiiie- 
кеерег cliecked tbecc tags anc naintained her records accordincly. The plant uas 
-aarded by an unknotm n;-nber оГ amed civilian cuards, and it had its oun fire 
departnent, 

Skctciic s 

3. dollouinc arc annotatcd skctciies cft (1) Overlay inpcintinc ti» locaticn of 
tho .”ain Liccavator Plantj and (2) | [ Sketch of a site layout of tiie Plant. 
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Cverla£ r Pinpointin p П 1 . ain L::cavalcr lant ,, шс! 5i;rrounc:lnr In gtallations 


(Cliart of Taoiil;ent 


- 1:25,000)50X1 -HUM 


69°17' 




69°15' 



Lcgcnd to Overlay 

1« l'ixcavator Pepair Plant 

2 # ITaciiine Parrufacturinc iCLant 
of tlie /liniotiy of Poad 
Comunicaticn imown as Zarod HPS 

З# Hain Kxcavator rlant 

Ь# Electric PCTvW substaticn 
nacied liorth Statioo 


Sketch Uo m 1 





Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP80T00246A054100120001-7 




Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP80T00246A0541 00120001-7 

50X1 -HUM 


ОО-П-Ғ- I-D-E-T-T-I- Лр L 


- 3 - 






акнтсп по 2 



50X1 -HUM 


C-0- r wF. M-E-r-T- 1- a-L 



Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP80T00246A054100120001-7 










Sanitized Copy Approved for Release 2010/10/25 : CIA-RDP80T00246A0541 00120001-7 






50X1 -HUM 


Iiccond to 5Ix?tcli Uo. 2 

Slte Laycrat of tijp ;:ain ;-:icavatcr i j lant 

1 # dsriclc :;all - a^prcxiDiately йю to tt?c and спе-1:а1Г neters Iiigh surrounding 
tiie entire area* 


2* Gtiard f s Booth - one-story, bricl: building about tr:c met ers long, two neters 
uide and ttjo rxters iiigh* Tliis ;x>st t;as nanned ш a 2is-hour basis# 

3. Tire Staticn - one-stoxy, brick building about ten racters long, eight rneters 
xride and fivc neters Iiigh# Tliere uere tuc fire tnieks housed in tlve station* 

h. Torge Shop - one-otory, brick builcing abcut )»0 to 50 neters long, 15 to 20 
neters wide and si:: neters Iiigh# T*je sides оГ tlie building consisted nostly 
of irindous* 

5. Unnaned construction dircctcrate - three-story, orick brilcing about bS to 
50 neters long, 25 nuters uide and 12 rseters Iiigh. 

6 # UoodiTorking 31юр - onc-stoiy, briclc building about hO rneters long, seven 
mcters xdde and three meters Iii;;h # HrLs slicn иаз art cf the unnaried 
construetion directcrate mentioned abcvc, 

7 # /issenbly Shop - one-stcry, briclc building alxnit 60 ncters lonr, 35 neters 
uide, and seven rieters aigh* 

C # dasting Shop - brick building abcut 75 meters lonp, UC neters uide and 
3even incters iiigh # In Octobcr 1959 tlie ovens had been installed but tliey 
hacl not becn put into operaticn. 

9 . Uorkers* Settlarxxrt IIo # 2 - separated frcm the main plant агса by its ош 
jrick T iall almut txro and one*»h alf nnt ^rs hjph xdth its ova cntranoe to tlie 
street. P50X1-HUM 


tlie scttlenent uould be daucliched in order to make srrace 
for anotiier building cf thc TLant* 


10 # .idainistration Duilding - tlirce-story, bridc building uith a basenent 

mcaarurinr about h5 to 50 notcrn lon r > 25 not crs ::ide and ton nctcrs high # 50X1 -HUM 

tlie intcricr of t ho first floor 


had been finishoc- and orployecs :теге хюг1п.пр in thc building# 


raid Glielter. 
rietcrc thick. 


t те basenent of tliis building uas to be an air 
Т1ю basement uas йю neters deen and its ualls uere Oo centi- 


П # 


Traffic Girclc - cnd of Trolley Line Ilo # 
Tashlacnt xrith tiiis агеа# 


6 uliich ccnnccted tiie eenter of 


50X1 -HUM 


2. 


Comment : 



the irich Plant, 


(Zavod i/n 11’icha; which manufactures metal dishes, cups, silverware 
and other kitchen utensils vas supposed to Ъе moved to this new plant. 


Comment: This unnamed construction directorate is possihly 


identical to the G. Shch. 0. organization 
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